Hangzhou Runheng Medical Co., ltd 


ABOUT US 

Hangzhou Runheng Medical Co.,ltd has never ceased its exploration in 
the reform of china's medical industry, striving forward with the initial 
focus on the medical industry. The company has been committed to 
providing reliable epidemic prevention products solutions for global 


customers. 





Situated in the Yangtze delta region medical park of Tsinghua university 


(no. 111, Hongxing Road, Xiaoshan District, Hangzhou), we have owned 
a 100,000-grade clean workshop of 1400 m’, which serves as a safe and 
reliable shield for producing the epidemic prevention materials and 


fighting against the pandemic. 


Our products have been exported to Korea, Japan, Russia, America, Italy, 


Germany, Romania, India, Mexico and more than 30 countries and 


regions in the world. 





As a professional China pandemic protection kits manufacturers and 
pandemic protection kits suppliers, Hangzhou Runheng Medical Co., Ltd., 
founded in 2010, located in Xiaoshan National Economic and 
Technological Development Zone of Hangzhou City. The company 
mainly sells all kinds of medical devices and medicines, and owns a 
larger-scale GMP workshop of 100,000 grade purification. The company 
is fully qualified and has obtained the production and operation license of 
Class I and Class II medical devices, with the import and export sales 


qualification. 


OUR KEY PRODUCTS 


Runheng Medical mainly produces disposable medical masks, surgical 


masks, KN95 masks, disposable face masks, pandemic protection kits, 


disposable protective coverall, isolation gowns, surgical gowns, medical 


cap, medical shoe cover and etc. 


Disposable Medical Protective Coverall 





MATREIAL PP non-woven laminated with PE micropor 


FABRIC WEIGHT 55~70gsm 

PACKAGE 1pcs/bag 60pcs/ctn 

STANDARD GB 19082-2009 

TESTREPORT EN14605 Type 3/Type 4,EN14126, ASTMI 
CERTIFICATE CE,FDA 

Contact Us 


Add: 111 Hongxing Road, Xiaoshan District, Hangzhou City, Zhejiang 
Province, China 

Email: Sales@Runhengmedical.Com 

Call Us: +86 57182103326 


Zip Code: 311200 


Url: https://www.hzrhmedical.com/ 


